HOTEL GENERAL LENOIR 

Located at the TVA Fort Loudoun Dam 
LENOIR CITY, TENNESSEE 
Mr. B. E. Mills, Manager 
50 air-conditioned rooms—44 with private bath. 
Cotfee Shop— 

Serving good food at reasonable prices. 
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